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ver and enlarged spleen.   When the episodes recur, anaemia
gradually develops.
National Malaria Eradication Programme (NMEP)
Government of India: Preventive measures.
^Screening of windows/doors of the house.
*Proper clothing
*Use of mosquito repellant.
*Use of mosquito net.
*Do not allow water to stagnate in the house or
surroundings for more than 7 days.
*Dry your cooler every sunday (complete change of water).